BE YOUR OWN LANDLORD 



The desire to own a new home is 
natural, for nothing in life makes for more 
genuine family happiness, independence 
and a real sense of security than a com- 
fortable home, large or small, which one 
might truly call his own. 

There never was a time in our history 
when this desire to own a home could be 
gratified more completely and quickly 
than in this present era of easy financing 
over a long period on a monthly payment 
plan at about what one now pays in rent 
— only you pay it to yourself and not to 
some landlord. 

Moreover, if the rented house you 
live in increases in value, your landlord 
reaps the benefit — not you. If the house 
you build for yourself is of good archi- 
tecture, well constructed and the location 
wisely chosen, you can live in it for years 
rent free, and then sell it for more than 
it cost you. All the benefits come to you 
and not to a landlord. 

The houses illustrated in this book of 
new homes possess to an unusual degree 
a charm and individuality rarely found 
in moderately priced houses. As you turn 
the pages you will realize that they have 
been designed by experienced architects 
who are not only familiar with every kind 
of building material and the most ap- 
proved methods of building construction, 



but who are responsive to the charm of 
pleasing proportions, to the beauty of 
harmonious color combinations and to 
that touch of originality that challenges 
admiration. 

There are complete working drawings 
for each of the designs that follow in this 
book and in using these plans the home 
builder will find that his home has been 
formed from a complete scheme, from a 
design that has been thoroughly studied, 
planned for convenience, constructed for 
strength, modeled for beauty. 

In the home you select there may be 
some change you would like made — a 
rearrangement of rooms, some special 
feature added. Changes in plans to meet 
your ideas are made by competent archi- 
tects. We will be glad to give you com- 
plete information concerning material 
and labor costs, approximate time neces- 
sary to complete building and other data 
which may interest you. 

Please feel free to consult with us. 
An estimate of cost on any house you are 
interested in will be cheerfully furnished. 
We can be of very definite service to you 
in explaining construction and other de- 
tails. Our broad experience and knowl- 
edge of materials and trade conditions 
will be of the greatest help to you — and 
you need not feel obligated in any way. 



SELECTING THE HOME SITE 



It is of vital importance to accord proper thought 
and consideration in the selection of a satisfactory home 
site. In this feature of home-building, the matter of 
accessibility, improvements, soil character, lot levelness, 
and neighborhood charm should be studied and judged 
to the satisfaction of the builder. 

ACCESSIBILITY: In general a lot in an isolated com- 
munity is not a wise investment as judged by the neces- 
sity of convenience to schools, churches and stores. It is 
easily understood that higher prices prevail where fewer 
stores are available, and likewise that the more easily 
accessible a home site is to a shopping center, the less 
the transportation costs and inconvenience. 

IMPROVEMENTS: If at all possible, the lot you 
choose should be completely improved with sidewalks, 
paved streets, street lights, sewer, water, gas and elec- 
tricity. Without these improvements, you are seriously 
handicapped in regard, not only to comfort, but from a 
monetary viewpoint of special assessments, etc., when 
these improvements are solicited by the municipality. It 



is good, sound finance to purchase improvements with 
the lot if available in the locality you prefer. 

SOIL STRATA: Careful consideration should be em- 
ployed regarding the character of the soil or stratum. 
The house should be erected on firm ground, and not on 
"filled-in" earth or debris. It should be easily excavated 
and provide good natural drainage. A rock of stone 
strata requires blasting, and this expensive treatment 
should be avoided if possible. 

LOT LEVELNESS: A level, even-surfaced site is most 
preferable, but slight irregularities are not objectionable, 
and may even enhance the appearance of the home if 
handled with proper study and skillful landscaping. 
Deep depressions necessarily add to the building costs. 

NEIGHBORHOOD ATTRACTIVENESS: A new at- 
tractive home, erected in an old, run-down locality is 
not only too conspicuous, but is a very stupid invest- 
ment. Select your home site in the neighborhood which 
is pleasing in appearance, and fitting to your income and 
to your individual tastes. 



LOCATING THE HOUSE ON THE LOT 



After you have selected your lot, the next important 
step is the choice of an attractive and practical place- 
ment of your home. In this respect, you may be re- 
stricted by the narrowness of the lot, by the local build- 
ing code, or by a clause in the deed. However, you 
should attempt to place it so that the front wall is in 
line with the front wall of the adjoining homes. 

If you are unrestricted, there are important and prac- 
tical features to be considered. Obtain the exact measure- 
ments of the outside walls, using stakes for the corners 
of the house, and shift them around until you have ulti- 
mately decided upon the best and most advantageous 
spot. In doing this, take into consideration first the 
natural landscape, i.e. trees, shrubs, etc., which you may 
wish to preserve, then study the drainage problem in 
regard to slope, consider the importance of an adequate 
sized driveway for your car, sufficient space for your 
garage, and decide upon a convenient approach to the 
house. 



There is an increasing trend towards placing the 
garage close to the house or attached to it. This is one 
reason for the popularity of the wider lot. 

The house should be planned to fit the lot. Consider- 
ation should be given to the local climate, the prevailing 
breezes and to sunlight. The bedrooms and the kitchen 
should be placed so as to have the benefit of the pre- 
vailing winds. For privacy, light and air it is desirable 
to have houses at least 15' apart. 

Do not assume that fences are boundaries to your 
lot, but verify by a survey the actual lot lines so that 
you do not encroach on your neighbors' property, or he 
on yours. 

These suggestions should be strictly adhered to if 
your home is to be both conveniently and charmingly 
located on your property. 



F.H.A. Insured Mortgage Plan 

THE UNITED STATES GOVERNMENT MAKES IT EASIER FOR YOU TO BUILD A 
NEW HOME "NOW" THAN AT ANY TIME IN THE PAST 



NATIONAL HOUSING ACT— Under the terms 
of the National Housing Act, insured mortgages 
have been made available to you. You can now 
build your own home with the certainty of 
ACTUAL ownership before you. Today you can 
build a home that will be yours in 10, 15, or 20 
years. 

YOUR RENT PAYS FOR HOME — The 

easiest way for you to pay for a home is to 
pay for it as you pay rent. The logical way is 
to pay monthly, out of income, an installment 
on the principal and the interest etc., and thus, 
over a given period of years, pay off the entire 
mortgage and have the house free of all debt. 
It's very much like buying a house and then 
renting it to yourself. 

SMALL INITIAL INVESTMENT— Now you 
can buy or build a house on exactly that basis. 
Your initial investment in the property can be 
a small percent of its value. You may borrow 
the balance according to F. H. A. appraised value 
from an approved lending institution, covered 
by Government insurance, and repay the entire 
amount on a monthly basis. In most cases if 
your lot is fully paid for and clear of all encum- 
brances, the loan you can have will cover all 
costs of construction, etc. 

LONG PERIOD FINANCING— You may take 
up to 20 years to pay. You may pay in 10 or 15 
years, if you like. Each month you pay an in- 
stallment which not only includes the interest 
and a part of the principal sum borrowed, but 
includes also a twelfth part of the annual taxes, 
mortgage insurance premium, and the fire and 
other hazard insurance premiums. 



WHAT DOES IT COST?— Less than the old 
method of home financing, because you may 
borrow a greater amount on the appraised value 
of your home. That means one mortgage, the 
end of refinancing problems, a fair and govern- 
ment-controlled interest rate and service charge. 

WHO LENDS THE MONEY— Local financial 
institutions such as banks, mortgage companies, 
life-insurance companies, and building and loan 
associations, are in a position to finance the pur- 
chase if you are able to make a down payment 
or establish a small equity in the total value. 

It is, of course, to your advantage to make a 
larger down payment if convenient, but your 
borrowing capacity on this new plan, as spon- 
sored by the Federal Housing Administration, is 
greater and is offered in one mortgage — and re- 
payable monthly like rent. If your lot is fully 
paid for and clear of all encumbrances, the value 
of the lot can be equivalent to a good percent 
of the total property cost. 

FOR THE FIRST TIME we have one universal, 
nation - wide, open - to - all, easy financing plan 
which requires an absolute minimum of the new 
home builder's cash dollar. 

OWN YOUR HOME — Thus, there is today 
placed before you a broad highway to home 
ownership. A way that enables you to pay for 
your home, as you go, at a lower cost, with all the 
elements of safety, convenience and assurance. 

TODAY YOU CAN BUILD A HOME, knowing 
that you are able to make the monthly payments, 
and that at the end of the monthly payment 
period the home will be yours. 



WE CAN ASSIST YOU IN MAKING THE NECESSARY ARRANGEMENTS TO PROPERLY 
AND ADEQUATELY FINANCE THE HOME OF YOUR CHOICE. 
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hE 5TDNINDTDN 

The skillful combination of brick-, 
stone and wall shingles ^ives this home an 
appeal and picturesque distinction entirely 
its oiun.The attached ^ara^e beside the 
inviting porch accentuates its modern 
adaption to the earLy American style. 



5\)C kOOMS.TOILtT, £)ATH 
AND GARAGE: 

25,200 Cu&ic f'ttT 

DIMLNSION5 

5\lb OP- MAIM 5UILDING 34 l l O^XS^'O!* 

5\lt QMttL AU 3a»0 1, X36 , 6« 

CfclUNG HtlGHT MR.ST FLOOR.- a'Ol 1 

CfclLJNG 'HtiGHT StCONO PLOOP. - 5 f 0» 

HtlGHT OP &A5£MtNT - l l Ol l 




1 3TOMtMqrOK I 

SECOND FLOOR. 

54-10" 




first floor- » 



A 





SfcCOND PLOOSL 



he 5ALFDRD 

A home in ^ood taste is aluuays 
in style .This modified early American home 
with its balanced arrangement of windows 
set off by a lar^e imposing bay, dives it an 
air of neatness. The rooms are [aid out with 
efficiency and comfort as the dominant features. 



9 




FIRST FLOOR. 



5iX R.00M5,T0ILET, bATH 4 GAR-AGfc 
21,500 CU&iC P££T 

6 



DlMtN5lON5 

5\Zt OP MAIM &UILDING 2& O lf X 2,4 l 4i' 

Slit OVLR. ALL WITH GARAGE 37 f q i! X 34 

CEILING HfclGHT FIRST PLOOFL 8'0. n 

CEILING HEIGHT „5tC0Nl> F-LOOfc. --T'GJ 1 

HEIGHT OP &ASEMLNT „1 ! 0!' 



5 



The STILLWATER 



A Cape Cod design that 15 sensible, well planned and practical. 
The living room, nut h its cornzr f 1 replace , and the lar§e 
plaster arch entering the dining room, makes a very attractive 
im pression. The attic is lar^e enough for future bed rooms. 
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Five Rooms And 6atw 
20,800 Cubic Feet 



& 

OF 6AY WINDOW 

DIMENSIONS 

Slit OF MAIN 5UILDING 32 , O l, X2d l O! 1 

*>\Zt OVER. ALL S^XSa^L 1 

CEILING HEIGHT 8 l O» 

HtlGHT OF &ASEMENT 7'0i' 




32'0" 




FLOOR. PLAN 



ThE 5PEER 

Even the most inexperienced layman uj l L L appreciate the 
quality of this effective English cottage. The plan provides 
five conveniently arranged rooms ujith plenty of closets, a 
fireplace, a stairway to The attic and a large desirable porch. 




FlVfc R.00M5 And 5ath 
19,200 CU5IC ftLT 



j ii mt i HMinniM 



nn' 




lie 



n 



FLOOR. PLAN 



VIEW OF UClTCHLN 



Dimensions 

5tZ£ OF MAI Kl 6U1L0IWG 23' 33' 0!' 

SIZE OVtQ- ALI 33'T l X34 l 0. 11 

C£i Li MG HEIGHT 5'2J l 

H LIGHT OF 5ASEME.KJT 7'0i l 
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hE 5IDELL 

An early American type of home that 
has stood the test oftime.lt offers all modern 
conveniences and efficiencies so essential to 
the housewife. There is a pleasant break in the 
roof lines, giving the home an individual attractive- 
ness when viewed from any anO>le. 




5ECOND PL00R- 



Fivfc Rooms, N uR5fcRY, To iLtT, 
Dath And QAR.AGL 

Main &uildino„„_ 21,200 Cubic Pl&t 

GAflAGL 3,200 CU&IC Pt£T 



DIMENSIONS 

SIZE OF MAIN &UILDING 32 , 0"X22 l O! 1 

SIZE OF MAIN BlDG., WITH GAOAGE 3 2 , 0 n X36 l 0« 

5\lt OVER. ALL, WITH GAR.AGE 3&0*XA6 l 0f 

CLUING HfciGHT FIRST FLOOR. 6*3? 

CEILING HEIGHT SECOND FLOOR. S'O? 

HEIGHT OF &ASEMENT 7 l 0!' 





Qaraql 






LHTRY 














| KITCHEN * -jJ-g* 




b 


1 DlHING ROOM 


/ " I§ 


UvinqRoomP 

ULARTH'lS 






H alx 


5lDt.Lt 1 










■ 


Porch 

« , m. m 





FIR.5T FLOOR. 
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3&COND PLOOB- 



3Z'-Q" 




PIR.5T FLOOR. 



he STEPHEN 

Pull of character, charm and beauty, 
this Cape. Cod home is a distinctive symbol 
of Colonial Lvind and design. The inside, is 
commodious and well arranged with such 
conveniences as a din loo, nook and~DUilt-in cabinets. 
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hvt Hooms, Dining Nook., 

TOILET bATH 
19,580 Cubic PfctT 

6 



D!MlN5I0N5 

SIZE. OF MAIN 5UIL0IMQ 32'O"X24 , 0: ( 

Silt OVtB. ALL A<S l 3"X3l l 0i 1 

CEILING HEIGHT FIRST FLOOR. 8'6I' 

CEILING HEIGHT SECOND FLOOR. 8'0i' 

HEIGHT OF 6A5EME.NT TO." 




hE 5 AY RE 

A home of distinctive charm and 
dignity, designed in present day modern 
style . The floor plans reveal large rooms 
provided oath complete equipment, two 
chambers, fireplace, large second floor porch 
and an attached garage. 



hvt Rooms, Toillt, 5ath4 Garaql 

22,000 CU5IC P ttT 



DIMLN5I0N5 

SiZt Of MAIN &UILOING 36 f O ll X 31 '0? 

5\Zt OVfcS. ALL 42 , 0 ,1 X36 , 3i' 

CEILING HEIGHT FIRST FLOOR. ©0? 

CfclLINQ H 6 1 GMT SECOND FLOOR- 80" 

HEIGHT OF BASLMtNT 7'01» 




FIRST FLOOR. 
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'he 5TRAWN 

The distinctive front facade of 
this home accentuates its beauty. A 
careful inspection of the floor plans 
will show that nothing has been over ooked 
to promote convenience and comfort. 



5ECOND FLOOR. 




V E 0. k N D t\ 
24 L 0V8 L 0" 



FIR.ST FLOOR. 



5 IX R.00 MS, TOILET 4, 5ATH 
23,200 Cubic Feet 



DIMEN5ION5 

SIZE. OF MAIN BUILDING 3^0" X 22' 8." 

SIZE OVER. A Li 43'0» X 

CEILING HEIGHT FIR-ST FLOOR. q'O" 

CEILING HEIGHT SECOND FLOOR. S'O! 1 

HEIGHT OF 5A5EMENT TO!' 



1 1 




ThE 5PANDLER 

The homey atmosphere and air of charm and contentment 
about this Colonial cottage is at once appreciated. ALL 
rooms on one floor makes for easy housekeeping. Cross 
ventilation in the sleeping rooms, a larcjfe fireplace, an 
inviting entrance, and the inclusion of a Larcte side porch 
am all noteworthy features of this little home. 



Five Kooms And Bath 
i8500 cubic feet 



Dimensions 

SIZE OF MAIN BUILDING 4i'<o"X 24'o". 

SIZE OVER. ALL 5l'C"X 30'6". 

CEILING HEIGHT 8'3". 

HEIGHT OF BASEMENT 7'0". 




FLOOR. PLAN 
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The 5ALEM 

This desidn presents the ideal solution of 
a compact home and null prove a pleasing 
addition to the community. The exterior is 
unpretentious but charming in appeerence. 
The attached j^arac^e is desirable. 



46'0" 



8 



6LD RcjoM 

-fOHVH'-S" 



BATHjyj 5ld Rcj)OM 

-QM&*10-Z" 




HALL. 



Lin 



Dearth 

LiviKiq Room 
la'-oMr-io" 




DiNiNQ Room 

up1 1 tO-O'xIZMO" 

VLSI 



^FLOWtR 



box 5TOOP H 




'Flowlr box 



FLOOR. PLAN 



Pi Vfc P-00M5,&ATH 4 QAG.AQ1 
24,300 Cu&ic FfctT 



6 



Dimensions 

SIZE: OF- MAIN 5UIL0ING 3 6 1 0" X 28 , 0! 1 

SIZE. OVERALL 4S'4" X 34'0! 1 

CfclLING H LIGHT S'3: 1 

HtlGHT OF &A5£MtNT 7'0? 
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he 5EATDN 

Striking evidence of the vitality 
of the Colonial style is at once apparent 
in this beautiful modern American home. 
The interior .shows the same pkne of excellence. 
Two bdths.a convenient first floor toilet,and 
an attached parage complete its .skillful 
composition . 



Seven Q.00M5, Toil tT, Two £>aths 

AND QAR.AG t 
25,500 Cubic Feet 



Dimensions 

SIZE: OP MAIN 6UIL0ING 3O'0"X 25'0 

SIZE OF MAIN 6L0G..WITH GARAGE. 4I'0"X 25'0 

SIZE OVER. ALL,WITH GARAGE 43'3"X33'0i 

CEILING HEIGHT FIRST FLOOR. S'OI 

CEILING HEIGHT StCOND FLOOR. 7'6. 

HEIGHT OF BASEMENT ; . 7'0! 




SECOND FLOOR. 

4-1'- 0" 




FIR.ST FLOOR. 
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"ntuptN 
SfcCOND FLOOR. 



hs 5TEUBEN 



This is a most complete home 
as it embodies all the excellence of the 
Dutch colonial architecture and is fully 
equipped with modern space and labor 
saving equipment .The attached £ara£e 
is practical and convenient. 




5T00P 



SIX &00M5,T0lLfcT, bATH £ QARAQt 
23,450 Cu&ic tt tT 



DIMENSIONS 



PIR.ST FLOOR. 



SIZfc OF MAIM &UILD!NiG_ 36 , Q"X 22'SJ 1 

5IZL OVER. A LL , W ITH GAR.AGL 45'0 n X 

CEILING HEIGHT N&5T FLOOR. 

CfciLING HEIGHT StCOND PLOOR. . 7'IOr 

HEIGHT OP bkStUtHl 7'0!' 
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he 5IQLEY 

This home has been designed in 
the Cape Cod fashion uuith rare appre- 
ciation of the. Qualities that have made 
that regional style- famous. The langfe 
chimney suggests comfort within. 
Efficiency is easily seen by ^lancm^ 
at the f Loor plans. 

Five Rooms, Unlet 4 Bath 

17150 CUBIC FEET 



Dimensions 

Size of main building 33'o"x2i'o". 

SIZE OVER ALL__ 37'o"X28'o". 

CEILING HEIGHT FIRST FLOOR. 8'3". 

CEILING HEIGHT SECOND FLOOR _.7'6'! 

HEIGHT OF 6ASEMENT , I'd'. 





5LD |RO0M 
l3 , -3"y5'-0^_ 




6l!d Room 

SI BLEY 



Second Floor. 

33-0" 



o 




First Floor. 
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'he 5CDTT5DALE 

New and beautiful are words tuhtch 
best describe this charming home of quaint 
English design. The shingled walls, the 
pkasino entrance porch and rustic-sided 
enable fffve the 5cottsdale a happy airof 
comfort and hospitality. 




i ■ !! 

LlPPI^ SEttTIONl 
OF|iSTL*IO [| 

i! ! H 
II Ij 

ii il t ii 



1 



SECOND 
FLOOR 



Five Rooms, Toilet, &ath 
And Breakfast Nook 

20,200 CUBIC FEET 



Dimensions 

SIZE OP MAIN &UILDINQ 35'0"X3l , 0l' 

SIZfc OVER ALL 3 c i'3"X35'0: 

CEILING HEIGHT FIRST FLOOR 8'2" 

CEILING HEIGHT SECOND FLOOR. 8'0!' 

HEIGHT OF 5A5EMENT__ TO'.' 



stoop is : Q . 




Studio 
Living Room 

. I8 : 2" x I5 : 0" 




Porch 



FIRST 
FLOOQ. 
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The SEWARD 



In searching for an ideal home with a convenient 
one-floor fayout , one cannot help but consider 
this charming design. The interior was planned to 
insure happy , confented comfort, and convenience 
as uuell as zconomy . Do not overlook, the large porch. 
Outside tual Is are of brick veneer construction. 




SIZE OVEGLALi - 4<TO"X3 I ' 8 ! 1 5roop 1 



CEILING HEIGHT 8 l 61' 

HEIGHT OF 5A5EMENT 7'Ol l FLOOR. PLAN 
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The SHERBURNE 

Embodying distinct ion and dignity, this home oiues its beauty 
to low brood lines and excellent proportion. A very popular 
type of a small moderate cost home u/ell cuithm reach of 
those unth moderate incomes. This plan presents a cuell 
studied arrangement of rooms in a small area. 



32'0" 




3T00P 



PLOOEI PLAN 



Pour. Rooms And &ath 

16,320 Cusic Feet 



i 



Dimensions 

SIZ& OF MAIN dUlLOlNG 32 l 0"X 24 l Oi' 

size ovaa al! __33 , e> ,, X27 l o. B 

CEILING HEIGHT 6 1 €> 

HEIGHT OF BASEMENT 7'0i' 
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'he 5TAPLETDN 

The colonial hom<z,iuh<2n 
designed uJith regard for correct 
architectural characteristics applic- 
able to that style, reflects in its 
charm and simplicity, all that is 
truly American. The choice of this 
home tuill award satisfaction. 



Five Rooms, Toilet, dath 4 Garage 

MAIN 5UILOINQ-Z2.00O CU.FT. 
GARAGE 3,000 CU.FT. 



DIMENSIONS 

5IZE Of MAIN BUILDING 3 2* 0*X2A l 0i 

SIZE OP MAIN BLDG.,WITH GARAG £ — 4-3 , G ,, X3I'6 " 

SIZE OVER ALL, WITH OARAGE 45'^X4l t Oi' 

CEILING HLIGHT FIRST FLOOR 6'6r 

CEILING HEIGHT SECOMD FLOOR. 6W 

HEIGHT OF &ASLMENT 7'0!' 




5&COND FLOOR. 

4s f -fc" 




FIRST 
FLOOR. 
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1 1 









SECOND PLOOR 




FIRST FLOOR. 



"he 5CRANTDN 

In simplicity of Line and form often 
Lies the greatest of beauty; the effective 
simplicity of this home is at once noted- 
Truly a real Early American home, and 
representative of a style of architecture 
that never seems to j^row old . 



5ix Rooms, Bath | Toilet 
\QQ5Q Cubic Feet 



Dimensions 

SIZE OF MAIN BUILDING 29'O n X 28'o". 

51 ZE OVER ALL 33 1 <S M X 30' 6" 

CEILING HEIGHT FIRST FLOOR S'Sl 

CEILING HEIGHT SECOND FLOOR _ 8' O" 

HEIGHT OF BASEMENT „ 7'o" 
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he 5AXTDN 

This early American home imparts 
that sense of peace and comfort inherently 
to be desired. Conservative in its simple beauty 
it offers much in convenient living * Mote the 
splendid arrangement of the interior 




SECOND FLOOR. 



Six Rooms, Toillt £ 5ath 

24,S50 Cu&ic FEET 



DIMENSIONS 

SIZE Of" MAIN &U1LDING JIQ* Qt'XZ&Ol 1 

SIZE OVEH ALL- 0»X2<T<SI 

CEILING HEIGHT FIRST FLOOO, 8' 11 

CEILING HEI6HT SECOND FLOOR 7 l 8? 

HEIGHT OF &A5EMENT 7'0» 



40-O" 




FIRST FLOO0. 
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SECOND FLOOR 




FIRST FLOOR. 



he 

Getaminc^ its early Amen can 
traditions , th i s home is well fitted 
to modern and comfortdble living. 
The attached ^araOe is convenient as 
well as a pleasing feature to this design. 



5ix CooMs.DiNiNo Nqq£, Toilet, 

bATH AND GARAGE. 
24,150 Cubic f EET 



Dimensions 

SIZE OF MAIN 6UIL0ING [ O li X ZlVi 

SIZE OF MAIN £>LDG M W1TH GARAGE^^'S"* 27'Oi' 

SIZE OVER ALL WITH GARAGE A2 l <a"X 31'Oi 1 

CEILING HEIGHT FIRST FLOOR &&: 

CEILING HEIGHT 5LC0ND FLOOR 7 f 6!' 

HEIGHT OF &A5EME.NT 7 l O:' 
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Ths 5PARTA 

A small, modern home built alond colonial lines. 
Inside one finds the rooms efficiently arranged, cozy 
and easy to keep.Ttuo different floor plans are offered. 

Plan *a- Pour. Rooms, Dining 5 pace 4 dath i5,360Cu5ic feet 
Plan *6^Four. Rooms, dinette 4, dath i6,67o cubic feet 



3 2'-0" 




plan *a" 



DIMENSIONS 
Plan W 

SIZE OF MAIN BUILDING 

32 , 0"X24'O , . , 
SIZE OVER ALL 34'0"X33'6'.' 

CEILING HEIGHT. B'&: 

HEIGHT OF 6ASEMEMT 7'0." 

Plan*E>*' 

SIZE OF MAIN BUILDING 

36'0"X Z4'0." 
SIZE OVEB. ALL 37'6"X 33'<&:' 

CEILING HEIGHT 8'<&r 

HEIGHT OF BASEMENT 7'0!' 




T E b. a KC E 



PLAN *B' 
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52' O" 




Tlrracl 



FLOOR PLAN 



he 5ACKET 

A home of appealing interest 
to those luHo appreciate conservatism 
in the modern trend. beinc] rectangular 
in shape it offers most in convenience 
of floor arrangement, yet permits Iolu 
construction cost. 

FOUG. Q.00M5, DINETTE £ &ATH 



Cubical 

CONTENTS 

ia,80o cu. Ft. 



DIM&N5ION5 

SIZE OF MAIN &UILDINO 3 Z'O'XZd'OJ' 

SIZE OVER. A LI 3e'0"X3e'0'.' 

CEILING HEIGHT fi'6!' 

HEIGHT OP BASEMENT 7'0:' 




PI REPLACE 
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s 








1 




11] 
i 











#1 



HI 



The SHELTER 

Expansive and cheery living, reminiscent 
of the Life of the early pioneer settles is 
constantly being inspired luhen one oiuns 
a home like this. All rooms are Larde and 
uuell arranged. There is a convenient roilet 
on the f i riT floor. 




SECOND FLOOR. 



5lX R.00M5, TOILET ^ bATH 
17,850 CudiC FEET 



Dimensions 

SIZE OF MAIN BUILDING . 33'O lt X 24'OJ 1 

SIZE OVER ALL 36 , 0 ,, X2q , 6r 

CEILING HEIGHT FIRST FLOOR- d'O? 

CEILING HEIGHT SECOND FLOOR. B l Q! 

HEIGHT OF'SASEMENT .T'O* 




FIRST FLOOR. 
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SECOND FLOOR. 

42'- o" 




first floor. 



he 5ELMA 

This modern design of a Dutch 
Colonial home is impressive and dignified. 
The jgambrel roof permits lar^e bed rooms 
and eliminates waste 5pace .The lar^e 
center hall makes access to all rooms easy. 



5ix Rooms, Toilet, 5ath 
And Ga&agl 

Main buiLDiNC 23,ooo Cubic Pt£T 
Garage, 2, 350CU5IC Felt 



DIMENSIONS 

SIZE OP MAIN 6UIL0IN0. 3 2 , 0'fX24 t 0i f 

SIZE OF MAIM 5LDG.,W1TH GARAGE AVQ"*!^^ 

SIZE OVERALL WITW GARAGE. S3 , 6 n X3e , ^r 

CEILING HEIGHT FIRST FLOOR _S , ^f 

CEILING HEIGHT SECOND FLOOR. S'0? 

HEIGHT OF 5ASEMENT 7' 01' 
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'he 5ELDEN 

This distinctive Cape Cod home tafces its 
place m American home- construction as an ideal 
abode, not only because of its true period design, 
but also for its modern and economical interior 
alignment, and the attachedj^arap;e. 




5 ECOND FLOOR. 



Five Rooms, Bath, Toilet ^Qaq.aql 

Maim 5uilding 15,650 Cu&/c Feet 

Garage Z,Q50 Cubic Feet 



i 



Dimensions 

5IZE OF MAIN BUILDING 28'0"X23'0:' 

SIZE OF MAIN BLOG..WITH GARAGE 37'0'X27'0: 

SIZE OVERALL, WITH OARAGE 39'4" X 33'q." 

CEILING HEIGHT FIRST FLOOR. _6'0:' 

CEILING HEIGHT .SECOND FLOOR. 7'6!' 

HEIGHT OF BASEMENT 7'Or 




FIRST FLOOR. 
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"he fbHAFTER 

An except lona LLy Light and. cheerful 
home with a natural fireplace in a large 
living room, this colonial home should 
strike an appealing note.lt is a monument 
to the common sense of the American 



second floor. home builder. 




I Living RcomICloB 
iv-o"« ?.r-o" i~-r 



r ft I lDsWSNG, R.OOM 
j SMA. F TLR- _ [ 



PORCH 



FIRST FLOOR 



Five Rooms, Toilet £ Bath 

\6,300 CU6IC FEET 



Dimensions 

5tZ£ OF MAIN 5UILDING 32'0 U X 22*01' 

SIZE OVER ALl 3(&'0 ,, X34 t 6i ( 

CEILING HEIGHT FIRST FLOOR ffO* 

CEILING HEIGHT SECOND FLOOR T<bl' 

HEIGHT OF BASEMENT 7'0i' 
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The 5TRDND 

The simplicity of The exterior design 15 Lts appeal. Its beauty 
is a matter of spLencUd proportion rather than ornamentation. 
Inside the tuell Lighted living room and ample bed rooms 
are arnon^ the comfortable features. Do not overlook the 
modern conveniences so essential to modern living. 



34-8" 



PlVE P.00M5 $ &ATH 
25,03O Cubic FttT 



Dimensions 

5\Z£ OF MAIN 6UILDING 34 , 6 ,, X 44 'Oi' 

5\Zt OVER. ALI i, „33 t d tt X4>e i 3" 

CEILING KEIQHT^_L__ WO" 

HfciOHT OP 5A3EMENT 7'0i l 




FLOOR. PLAN 
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ThE 3MP5DN 

5houHn£_ the exceeding impressiveness of the English 
style, this home combines features of an imposing exterior 
and an excellently well devised floor pian. Attention is 
directed to the lar^e studio living room with natural 
fireplace. Nothing has been over I oolcecF to make this a real home. 



28'- 0" 




Five Rooms 
and E>ath 

21, 050 CudiC FttT 




FLOOR. 
PLAM 



Studio L/wn$ /loom 



Dimensions 

51ZE Of- MAIN &UIIDING 32'0"X 34'OJ 1 

5IZE OVfcR. ALI 3<£ , S ll X40 l 3i , 

CEILING HEIGHT- 6'3? 

HEIGHT OF 5A3EMENT . ^TOl' 
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hs 5DUTHDLD 

An excellently proportioned 
exterior des l^p luith dn attached parage 
forming an integral part of the architecture. 
Do nox overlook the practical kitchen 
arrangements and the large comfortable 
rooms. There 10 a convenient toilet on 
the first floor 



Five. Room 5 .Toilet, £>ath 4 Oarage 

23,500 CUBIC FEET 



DlM£N5ION5 

5IZE OF MAIN BUILDING 23'0"X3I'0." 

SIZE. OF MAIN BLDG.,WITH GARAGL_33 , 0"X3I'0." 

SIZE OVEB. ALL, WITH OARAGE. 3 & 1 6"X 36'6." 

CEILING HEIGHT PIK.5T FLOOR. 8'0." 

CEILING HEIGHT SECOND FLOOP . 8'0." 

HEIGHT OF &A56.M6.NT 7'0." 




First Floop. 
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hE 5TICKNEY 

Siding and brick are plcasi njgLy 
combined in this striking exterior lul t h 
its low roof lines and simple treatment. 
A study of the floor plans will show that 
every thought has been c^ivcn to brine] 
convenience and comfort. 



SECOND FLOOE. 




first floor 



5lX G00M5, TOILET 4 6ATH 

20,55 0 Cubic feet 



Dimensions 

SIZE OF MAIN BUILDING 36'0"X2S'0!' 

5IZE. OVERALI 4O'0"X 31 ' 6." 

CEILING HEIGHT FIRST FLOOR. 8'2!' 

CEILING HEIGHT SECOND FLOOR. 7'6? 

HEIGHT OF 6ASEMENT TO! 1 
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'he 5HIRLAND 

A certain fascination surrounds the 
early American home uuth its white walls and 
shuttered unncloLus.The compact room arrange- 
ment with aLL modern conveniences makes it 
an efficient and comfortable home to live m. 



5 \X ROOMS, E)ATH 4, GARAGE.. 
Main Building. 21,750 Cubic Feet 

GARAGE. 2,560CU6fC F-ttT 



DMtN5\OH5 

SIZE OP MAIM &U1LDING „ g ZG l O"XZ&0? 

SIZE OP MAIN 6LDG f > WITH GAR.AGL 3G'O ,, X2&0? 

SIZE OVER. ALL, WITH GARAGE 38 t &%3<o l a? 

CEILING HEIGHT FIRST FLOOR._ . S'fcJ' 

CEILING HEIGHT SECOND FLOOR. &0t 

HEIGMT OP 5A3EMENT TO? 




SECOND FLOOR. 




P1R3T FLOOR. 
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5{Ed r|dom 1 

lir-owr JC1 &E-D (Room 



5Li Ri^Mla 



5TLWARD. 




SECOND FLOOR. 

3fe'-r 




FIRST FLOOR. 



'he STEWARD 

This colonial home has £ood 
architectural lines as LueLl as an excellent 
floor plan. The rooms are of ampLe size 
and conveniently arranged, uuth plenty of 
tuindouus for air and sunshine. The attached 
^ara^e makes this home most complete. 



5ix Rooms, Dath £ Garage. 

24,500 CU&IC f EET 



DIMENSIONS 

SIZE: OF MAIM &UlLDiNG ZTCfXZ&Ol 1 

SIZE OF MAIN &LDG.,W!TH GARAGE_ 36' 3"X 2 8 l O|» 

SIZE OVER. ALL, WITH GARAGE 40'0 |l X 34'61* 

CEILING HEIGHT FIRST FLOOR. 8'3J 

CEILING HEIGHT SECOND FLOOR. &0l [ 

HEIGHT OF 5A5EMEMT TO? 
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'he 5ANDU5KY 

Compact and inexpensive, with a unique 
and practical floor arrangement. Larcje well- 
lighted and airy rooms, a kitchen designed for 
maximum utility, and an attached cfarage arc 
features which mark this as a home worthy of 
careful consideration. 



9 

Five Rooms, Bath | Garage 
19270 Cubic Feet 



6 



Dimensions 

SIZE OF MAIN BUILDING 34'o"xZ&'o". 

SIZE OVER ALL 3<aO n X33'0". 

CEILING HEIGHT FIRST FLOOR _ Q'2". 

CEILING HEIGHT SECOND FLOOR 7'G". 

HEIGHT OF BASEMENT, MAIN SECTION 7'l l"; BALANCE G'S" 




SANDUSKY 

SECOND FLOOR 

34' Q" 




PORCM 

8Vx7'o" 



GARAGL 

I2'0"xl9'0" 



FIRST FLOOR 
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hE 5PRINDER 

The attractiveness of this colonial 
cottage is accentuated by the cheerful side 
porcfv, larde chimney, and the attractive 
entrance / The floor arrangement is simple 
yet conveniently plannea~and the rooms 
are comfortable, lar^e and airy* 



FIVE ROOMS 
AND 5ATH 



FLOOR. PLAN 



D1MEN5ION5 

SIZE OF MAIN BUILDING 3 0 , 0"X34 , Oi l 

SIZt QVLfL ALI 3&&X4.3 l Qi 

CEILING HLIGHT 8' 31' 

HEIGHT OP frASEM ENT 7'0. n 

21,300 CU6IC FEET 




AMPLE ATTIC 5PACE FOR. FUTURE R00M5 
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"he 5TRATHMDRE 



There is a uxzaLth of character to this 
attract ivc English home both in appearance, 
and df^^^^nnent of the rooms.The cool recessed 
porch, cmic tent kitchen and dinette are 
just a fcuu of its many conveniences. 
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Five Room^ Dinette £&ath 

21,750 Cu&ic Feet 



DIMENSIONS 

SIZE OP MAIN 5UIL0ING 3Z l O*X34 x O i : 

SIZE OVER AL! 3G 1 0"X37 , 3l' 

CEILIMG HEIGHT FIRST FLOOR. ^--6 , 4i t 

CEILING HEIGHT SLCONO FLOOR„_™ 7*6? 

HEIGHT OF BASEMENT TO? 




SECOND FLOOR. 




FIRST 

FLOOR* 
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n BEDpftocrtH 

(| WML 


rl- _ 1 

a i 

f H I 1 li 1 I 1 


L*^ DOW tJ _1 






i !! 1 




&LD| |ROCj)M 

IDrlssinqCip" l^'U-fG^r 1 

8'-JO l k7 ! -2 ,, | 

Spa r l a m d | 



The 5PARLAND 

In addition to the clean-cut oridmdlity of 
the exterior,this early American Rome entails 
an interior arrangement tuhich is not only 
handy, but attractively combines efficiency 
and cbziness. Homes like this never ^rou; old. 



SECOND FLOOR. 



41'- O" 




Six Rooms, Toilet 4 & ATH 

23,400 Cubic FttT 



FIRST FLOOR. 



Dimensions 

SIZE OF MAIM 6U! LD1NG 4l ' O l, X 2 1 ' 81' 

SIZE OVERALL 45 , 0'X26 I 81' 

CEILING HEIGHT FIRST FLOOR. 8' 31' 

CEILING HEIGHT SECOND FLOOR. 7' 6" 

HEIGHT Op- dASfcMtNT- _7'0:' 
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'he 5PRINBBDRD 

Fully equipped with modern American 
space and labor saving devices , this home is 
most certainly complete .The inviting entrance; 
and colonial bay, covznzd with a downward 
sweep of the shingled roof, creates a pleasing 
-balance to the attractive design. 

Five Rooms, Toilet, 6ath 
And dreakfast Alcove 

13,600 CU5IC FEET 

Dimensions 

5I2L OF MAIN BUILDING... SZCf'XZA'Of 

SIZE OVER ALL 36 , 0"X3! ! 0." 

CfcJLING HfclOHT FIRST FLOOR S'Si' 

CEILING HEIGHT .SECOND FLOOR. S'Of 

: HEIGHT OF BASEMENT 7'Q" 




3tC0ND FLOOR. 



bT-O n 




FIRST FLOOR. 



40 




he SIDNEY 

A raai Colonial home of sample, 
tasteful design. The large Living room with 
fireplace,dinino room and kitchen ara conveniently 
planned for fnc first floor. The 5e.cond iioor 
provides two large, chambers with bath. Comfort, 
and economy have been cardully considered. 



SECOND FLOOR. 



3 5-0 



Dining Room 
15^' » ir-3" 





L I V I NO R.0 0 M (2 
2l'-6\ ii'-S' 



FIRST FLOOR. 



5lX R.OOM5 , fc>ATH ^ TOILLT 
2Z030 GU&IC TLET 



DIMLN5ION5 

SIZE OF MAIN 5UIL0IMG . 35'O n X Z&O". 

SIZE OVER. ALI 3 c i l O ll X34' O". 

CEILING HEIGHT FIRST FLOOR. &'0". 

CEILING HEIGHT SECOND FLOOR 7'&, 

HEIGHT OF 5ASLMENT I'O". 
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he 3DMERTDN ' 

An excellent floor arrangement uuith 
a modern exterior. The home builder can obtain 
the most usable space possible with this type 
of desu^ft and the construction costs are most 
economical. 

Four Rooms, Dinette., £>ath ^Garage 




Garagl 
s-fe'xia'-o" 



BEjDjtoOM _ _ BLDRgoM 



n 



f 



Main E>uilding- 16,200 Cu. FT. 
Garage 1, 800 cu.FT. 




FLOOR PLAN 



VIEW IM JOTCHEN 



Dimensions 

51ZE OP MAIN BUILDING ZO^X 40'0? 

SIZE OF MAIN &LDG.,WITH GARAGE _ 3O , <3"X4O l 0. tl 

SIZE OVERALL WITH OARAGE 33 , 6 n X45'8r 

CEiL/NG HEIGHT &3V 

HEIGHT OF BASEMENT 7' 01' 
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The 5TREATDR 

The dignity of the design, straight trim Lines, balanced architect- 
ural parts and attention to detail are alt obvious and commend- 
able factors in this early ColoniaL home. Opportunity for a family 
recreation center or extra bed rooms afforded by the Large- attic 
space, and the attached c£arag<z arc features worthy of note. 




STOOP 



FLOOR. PLAN 



Five rooms, 5ath £ Oarage 

MAIN BUILDING 2A&00 CUBIC FEET. 
GARAGE ...33&0 CUBIC FEET. 



DIME.N3ION5 

SIZE OF MAIN BUILDING 37'o"X30'd[ 

SIZE OF MAIN BL0G.,WITH GARAGE 5\ { <o n X.30'd\ 
SIZE OVER ALL, WITH GARAGE— ■54 1 G"X39'o" 

CEILING HEIGHT S'2" 

HEIGHT OF BASEMENT — -7'o" 
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he 5AYBRDDK 

A New England Colonial home always 
effective in design and practical to build. 
Large rooms make it particularly suitable for 
the average family, opecial attention 15 called 
to the convenient and economical 
arrangement of the rooms. 



Six Booms.Toilet, 5ath,<£ Garage 

Main e>uilding_2I,550 Cubic Feet 
Garage: 3,500 CUBIC FEET 

Dimensions 

SIZE. OP MAIN BUILDING Z& l O"X24' O? 

SIZE OF MAIN 6LDG., WITH GARAGE. 37'6"X37'6'.' 

SIZE OVER. ALL, WITH GARAGE 4G'q"X4.2'0." 

CEILING HEIGHT FIRST FLOOR. 8'0" 

CEILING HEIGHT SECOND FLOOR- &'Oi' 

HEIGHT OF &ASE.MENT TO" 



W.ZI-6' 




5&CON0 FLOOR. 



31-6 




PO B.C H 



STOOP 



FIRST FLOOR 
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5tCOMD FLOOR. 



"he 5TEE5ER 

An exceptional ly li^ht and 
cheerful home with a natural fLrc- 
place m a large living room . The 
simple dcsidn of the zxUnor is very 
effective ana appropriate . Inexpensive 
to build and of pleasing colonial 
architecture. 



Ay-z' 




FIRST FLOOR. 



Five Rooms, &ath 4 Garage. 

Main 6uilding_ 17,660 Cubic Feet 
garage 3,500 cubic Feet 

Dimensions 

SIZE OF MAIM 6UIL0IN0 3O'O"X24'0:' 

SIZE OF MAIN &LOO..WITH GARAGE- -43' 2"XZ7'q:' 

SIZE OVER ALL.WITH GARAGE 45'e"X34'0:' 

C EJ LI MG HEIGHT FIRST FLOOR Q'Ol' 

CEILING HEIGHT SECOND FLOOR- 

HEIGHT OF &ASEMENT TO". 
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'he 5YRACU5E 

There 15 a solid , substant tal Look, 
about this home that lulU appeal to those 
UJho bui Id for y<zar$ to come and desire 
continued comfort. The rooms are large 
and provided uuth plenty of windows. 
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Fwt Rooms, Toillt4 £>ath 

18,180 CU6IC FtET 



SIZE OF MAIN 5U1LDIN6 3d'O i( X 27'Oi ! 

SIZE OVtQ.AU 42 l O ,l X 29 '31' 

CEILING HEIGHT PI£ST FLOOPL S'Oi' 

CEILING HEIGHT SECOND FIOOO. 7'6r 

HEIGHT OF &A5EMENT - 7 ( 0!' 




SECOND FLOOR. 




FIRST FLOOR. 
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he 5TRATTDN 

This small design uuith the 
pleasing features of a Cape Cod home 
is not a passing fancy, but tuiLL always 
remain in style. JSpecidl attention 
should be called to the first floor 
toilet and the attached j^arac^e. 



SECOND FLOOR. 



4.1-6" 




FIRST FLOOR, 



FIVE: R00M5, TOILET, bATH £ GARAGE: 
Main &uiLDiNa__J8,800 Cu&ic Feet 

GARAGE: 2,3!0 CU&IC FELT 



DIMENSIONS 

SlZfc OP MAIN &UILDING- 32 , 0 ,, X 24' O! 1 

SIZE OF MAIM &LDG.,WITH GARAGE 4-1 1 £ ,f X 2Q l Of 

Slit OVER. ALL WITH GARAGE <43'^ f, X3 I '3 t 1 

CEILING HEIGHT f IR>5T PtOOk : d»Of 

CEILING HEIGHT SECOND F LOOR. 7' 61" 

HEIGHT OF £>A5EM£NT 7'0« 
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'he 5EYMDUR 

A quiet restful charm and cheerful 
hospitality distinguishes the Colonial home. 
The attached dara^e is a modern feature ,yet 
the traditional design has been effectively 
preserved .The plans deserve careful consideration. 




14 ALL 



Dld Room 
Clo _ fn^lflrof 



1 1 ! • 



SECOND FLOOR. 



Five Rooms, to 



LET, bATH 



SERVICE R.OOM OACAQL 
20,220 Cubic Felt 



Dimensions 

SIZE OF MAIN 5UILDINC 34 , O u X27 , 0! 1 

SIZE OVER. ALl _4I , e"X32 , 0." 

CEILING HEIGHT FIRST FLOOR 8*0? 

CEILING HEIGHT SECOND FLOOR. . T&! 

HLIGHT OF 5AS£MENT 7'0? 




FIRST FLOOR. 
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Pour. Rooms , £>ath 
And Dining space. 



Stoop 




he 5UFFERN 

This charming English bungalow not 
only has a pleasing exterior, but a compact 
ana practical inter lor.The Tour rooms are Uiell 
arranged and really are equal to five rooms 
m efficiency. Attic space can be utilized for 
future rooms. 



9 

cu&ic contents 

20,500 CU6IC FEET 



FLOOQ. PLAN 



Dimensions 

51ZL OF MAIN BUILDING Z<=\ 1 0«X3q , 0i' 

5IZL OVER. ALL 32 l 0 n XAT0i 

CEILING HEIGHT 8 l 2H 

HEIGHT OF &A5LMENT TO! 




Fl REPLACE 
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The 5AYVILLE 

With an appealing architectural style, a practical 
conservative layout, and a tried and economical 
exterior, this home cannot help but insure the investor 
real value. Attention 15 directed to the large living 
room with fireplace and built-in book, cases. 



9 

Pi vt Rooms and Bath 
21,000 Cubic f-tti 

6 

Dimensions 

SIZE. OF MAIN 6UIIDING-- 40 l 0"X24'Gl' 

3\Ll OVLR. ALI 44'O l, X2 £ ? l Q l 

CtlLINO HLIGHT 8'2i' 

HtlDHT OF 5A5tM£MT . TO. 1 




4Q'-Q" 



6dd Room 




6ld IjtooM 1 



HE.ARTH 



Di K,n?i!. M K L0 4 Livinq Room * 

I '1-4*10-6' r ZI^6"xl2!-0" 




FLOOR. PLAN 
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The 5TARFDRD 

Th 15 picture seems to prove the fact that the Colonial 
style is well adapted to the 3 mall home. The plans show 
a compact yet a convenient and comfortable arrange- 
ment of rooms with plenty of sunlight and cross ventilation. 
The stairway to attic tuill permit of a future room. 



41-0" 




Sun Room 

lO'-G'VIB'-O" 



Star, ford I 



=»J |ST00P| 



Pour. R.ooms,5un Hoqm <$, Dath 

20,600 CU6IC fEET 



FLOOR. PLAN 



D!M£N5I0N5 

SIZE OP MAIN 6UILDINQ 41 1 0" X 28'Oi 1 

5IZ.E. OVER. ALI 43 l O»X32 l S; 1 

CEILING HEIGHT ; 8'0» 

HEIGHT OP 5A3EMENT TO! 
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'he SUNBURY 

Because it possesses the quality of 
being different, yet altogether charmmg, this 
lovely English Colonial "home is elevatea abov£ 
the standard smalL dwelling. A slight variation 
of siding, a 5ymetncal placement of windows, 
and a large porch, unite in a pleasing blend. 



CLol |CLO 

i 




&athO 


6ld KoomI n 

1 n^^|8'-7" 1 y 

1 i 1 


6ld Jftootfc 




f ijTcL0~lCL0j 


!Z'-3(x20-0" 






1 

1 6ed R(})OM y 




Hall 



SECOND FLOOP^ 



5ix Kooms, Toilet 4 Bath 

20700 CUBIC FEET 

Dimensions 

SIZE OF MAIN BUILDING 33'o"X20'o" 

SIZE OVER ALI 45'o"X2&o". 

CEILING HEIGHT FIRST FLOOR. Q'd'. 

CEILING HEIGHT SECOND FLOOR &'d'. 

HEIGHT OF BASEMENT 7b" 




First Floor. 
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£ 5ath n 




I | bn-tive. 

|5ld| IrooIm top 




SECOND PLOOCL 



he 5TDNEBDRD 

Good to Look at and pleasant to live, 
in are the outstanding qualities of this design. 
The compact arrangement of the kitchen and 
the easy access to all rooms unll receive the 
approval of the thoughtful housewife. 
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2>2'-Q" 




Six Rooms, Toilet 4 £>ath 
21,400 Cubic Pelt 



F-IB-3T PLOOP- 



DIMENSIONS 

SIZE OP MAIN DUIL0iNG-_ 32 1 0«X 25'ei 1 

SIZE OVERALL 36' 0 ,l X3l'0! i 

CEILING HEIGHT PIWT FLOOR -S^L 1 

CEILING HEIGHT SECOND FLOOR. d'O! 1 

HEIGHT OP bASEMENT -TO* 1 
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he 5ALI5BURY 

Originality is expressed in every 
Line yet this effective home retains the 
Colonial atmosphere of the traditional 
Cape Cod. The front porch is a plga5in<i 
feature. ALL rooms are conveniently arranged 




5E-COND FLOOR. 



hvt Rooms, bRLAKPAST Room, 

TOILLT AND bATH 
17,^00 Cufeic f-ttT 



DIM&N5I0N5 

5\Zt OP MAIM &UILDING 32'0 1 ' X 26 [ 0! f 

SIZE OVfcR. ALL b&O^l^&y 

CEILIMG HLJQMT PIR.ST PLOO& _<9 J 0? 

CEILING HfclGHT StCONO FLOOR. 7'6i f 

HfclGHT OP 6A5LMLNT 7'0!' 



5T0QPI 32 L Q" 




FIR.ST FLOOR. 
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he 5HILLINDTDN 

Seldom 15 found d combin- 
ation of exterior beauty and an ideal 
floor Layout that dives more than 
this Cape Cod home.Car^e u>et I arranged 
rooms, modern equi ppmcnt and conven- 
iences, and an attached two car^arajge 
are the ht^h lights of this home. 



second FLOOC 



56' 10 




Six Rooms , Den, Dining nook, 

TblLfcT, &ATH AND GAR-AGt 
23,775 Cubic f-ttr 



DlMtN5ION5 

5IZL OP MAIN aUiL0]MG-3q , q ,, X2S l 0! , 

5\lt OVSR.ALL 5 C ? 1 2 l, X3S'G:' 

CfclLINO HtlGHT P1R.ST FLOOR. 8'2! 

CtJLiNG H LIGHT SfcCOND PLOOd 8 l 0'< 

HEIGHT Of &A5£:MfcNT TO? 
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'he SIDELINED 

This p I e a s i n 0, Colonial home 
introduces a harmonious combination 
or atone and beveled siding and an 
overhanging 5econd floor.The plans provide 
a parage which is entered from the rear. 
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3\&6" , CLOSET 



SECOND FLOOR- 



5lX R.00M5,T0llE:T, &ATH 4- OAdAGfc 
20,960 Cu&ic rtLT 

6 



DlM£N5ION5 

SIZE. Of- MAIN &UILDING SO'CXIO'^J 1 

SIZE OF MAIN 6LDG..WITH QAR.AGt__3q i 6"X 20'4i' 

.SIZE OVER. ALI ^l , IO"5C2q , IOi l 

Ct I LI NO HEIGHT FIRST FLOOP ft'S." 

CEILING HEIGHT SECOND FLOOR fl'O. 11 

HEIGHT OF 5A5EMENT 7'Oi 1 




FldST FLOOR. 
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INI fCL0| 




he 5TANDI5H 

The simple Lines and^ood proportions 
of this home are well set off by the latticed 
front porch and lar^e shuttered windows, 
it is not difficult for one to notice the inimitable, 
efficient arranj^zmznt of rooms and the Latest 
interior conveniences. 



SfcCONO FLOOR. 




six Rooms ,ToiLtT £>ath 

16,400 CUbiC PfcLT 



FIR.ST PLOOO. 



DIMENSIONS 

SJZfc OP MAIN 6UILDING 28 , O tl X 21 W 

512L OVLR. ALL a^O^aO'll 1 

CEILING HtlOHT FlkST FLOOR. 8'0!« 

CEILING HtlOHT StCOND FLOOR. "J'S? 

HLIGHT OP &A5tM£,NT_ TO? 
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'he 5HARDN 

Colonial detail 15 followed throughout 
LUith harmonious results . The ground area is 
small considering the accommodations provided. 
This home not only offers the home comforts and 
conveniences of six well planned rooms but includes 
a porch as part thereof. 



9 

5ix Booms 4 &ath 

16,200 Cubic Pe±T 



SIZE OF MAIN bUILDfNG Z3 , 0"X28 l O? 

5\Zt OVERALL 34'6 ,l X3S'0! { 

CEILING HEIGHT FIRST FLOOR. 8'0? 

CEILING HEIGHT SECOND FLOOR- 7 , 6i t 

HEIGHT OF 5A3&MENT TO? 



DLCK 




SECOND FLOOR. 

23'Q" 



PORCH 
&OW2V 




5T00P 



FIRST FLOOR 
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SECOND PLOOEL 

24' O" 





PGCCH 
24'0%8 r 0< ! 



hE 5TARK5 

This Colonial home ls an evolution of 
a style prominent in our country for generations. 
The broad front porch imll dive much comfort. 
The rooms are lar^e and u)£U arranged for the 
maximum of lu^hf and ventilation. 



Piv& Rooms £>ath 

16,800 Cubic Pen- 



pi rst FLOOR. 



DIM&N5I0N5 

SiZfc OF MAIN 5UIL0ING 24 ( 0 ,( X24'Oi' 

SIZB OV&R. ALL '„ 2 W&'XS&Sl 1 

CErlLiNO HEIGHT PlfcSTPLOOR. S l 4? 

CEILING HEIGHT SfcCOND FLOOR. 8'0!* 

HfciGHT OP 5A5£MfcNT 7 l 0!' 



59 



A Practical and Accurate Plan 

9a. Uvl JvidJL tfkquiiJJtsL in, ihst fijuudtwn. oft. a, dioms. 



Working Plans: — A complete set of 
accurate working drawings is fur- 
nished for every home appearing in 
this book. These plans have been 
carefully studied and produced co- 
operatively by a staff of architects, 
engineers and experienced men. This 
coordination has resulted in the de- 
velopment of the best in small house 
design, more comfortable living, and 
most essential of all, sound con- 
struction. 

Blue Prints: — The entire working 
plans are drawn to standard scales, 
and are printed 34"xl7" in size, in- 
cluding the following for each de- 
sign: — Basement or Foundation 
plan, all floor plans, all elevations, 
sections and detailed drawings, and 
complete framing plans. 

Reversed Plans: — It is obvious that 
a plan designed for a lot facing east 
will not result in the best exposure 
when the lot fronts to the west. 
Therefore, reversed plans will be fur- 
nished at a nominal cost. 

Supplementary Details: — Addition- 
al details of construction, or informa- 
tion concerning same will be cheer- 
fully furnished upon request. 




Changes In Plans: — Revision of 
any of these designs can also be 
made in cooperation with one's ideas 
and preferences. 

Special Plans: — For those who have 
individual tastes and ideas, special 
plans can be drawn accurately and 
promptly furnished. 

Specifications: — Complete and cor- 
rect specifications, are essential in 
order to avoid misunderstanding be- 
tween material dealers, contractors, 
and owners, and to accurately con- 
struct the building. 

Stability, quality, and cost of the 
home, will be directly affected by 
the materials and the workmanship 
furnished. Therefore, specifications 
are statements which elucidate in 
particular the materials supplied, and 
the workmanship produced in the 
construction of the home. 

Included in the specifications is a re- 
quirement for a builders guaranty 
bond. This is only used, however, 
when the owner desires added pro- 
tection, or where the lending institu- 
tion requires it. The cost of the bond 
is not included in the Estimated Cost. 



OUR PLANS AND SPECIFICATIONS CONFORM TO THE REQUIREMENTS 
OF THE FEDERAL HOUSING ADMINISTRATION 
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AN EXACT COPY OF ORIGINAL WORKING DRAWINGS 
Sheet No. 1, Reduced to 1/5 of actual size 
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Our Plans Provide for Substantial and 

Durable Construction 




□a- 
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AN EXACT COPY OF ORIGINAL WORKING DRAWINGS 
Sheet No. 2, Reduced to 1/5 of actual size 
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AN EXACT COPY OF ORIGINAL WORKING DRAWINGS 
Sheet No. 3, Reduced to 1/5 of actual size 
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COMPLETE INFORMATION FOR YOU 

We cheerfully furnish all data and casts pertaining to any af the Hame Designs in this Book. For information 
desired fill in and check Questionnaire, then mail or deliver to us. No obligation incurred. 

A I am interested in The Design on Page 

B I own Lot No Block In Subdivision. 

Street 

C My lot is. feet wide and feet long. 

Corner Lot Yes □ No □ 

D I would like to begin building Date 

E Name • • • 

Street Rural Route Box 

Post Office State Telephone 

I WOULD LIKE TO HAVE YOU FURNISH THE REQUIRED INFORMATION WHICH I HAVE CHECKED i^l NUMERICALLY IN THE 
FOLLOWING QUESTIONNAIRE. 



1 □ Do you think this home is suitable to my lot size and is it appropriate? • 

2 □ Is this home of a type of construction that you would recommend for conditions in this community? . , 

3 □ What is the approximate construction cost of building as originally designed? 

4 □ Can I secure actual costs from you? 

5 □ What is the cost of the working drawings? . . . . 

6 □ How many plans do you think I may need? . 

7 □ Do you furnish complete specifications and documents? 

8 □ Are the plans and specifications acceptable for Mortgage Loans and F, H. A.? 

9 □ How much time will be required to build this home? 

10 □ Can I make changes in materials, such as lumber, flooring, brick, masonry, finish, doors, trim, roofing, etc.? . 



HQ What kind of heating system do you recommend? ....... 

12 □ Can you advise how to finance this home? 

13 □ Can you tell what my monthly payments will be according to the F. H. A. Insured Mortgage Plan? 

14 □ Will you make any changes in the plans which I may require? 

15 □ Is it possible to increase or decrease the size of this home without affecting the appearance? 

16 □ Can you furnish plans of a one car □ or a two car □ garage that will be in keeping with the architecture of the home I have selected? 

17 □ Can a garage be attached to the house in a practical manner that will not affect the architecture?. 

18 □ Will you make special plans according to my own ideas and requirements? 



19 □ Do you contract to erect homes? 



20 □ Do you furnish screens, storm sash and storm doors? 

21 □ Do you have other designs in addition to those shown in this book? 

22 □ I also desire the following information 
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